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[ PART 


No. 5189-2ECDI- 91/5855. - Sh . Badlu Ram , Block Development and Panchayat Officer, 
Mund lana is retised fic m Giverrment Service with effect from the 31st August , 1991 ( A. N.) 
on attaining the age of superanrvation i. e . 58 ye & [ $. 


Chandigarh , dated 
the 19th August 1991 


B. D , DHALIA , 
Commissioner & Secretary to Govt., Haryana , 
Rural Development & Panchayat Department 


INDUSTRIES DEPARTMENT 


The 10th July , 1991 


No. 1 (1) 10-3 IB - 11-87. - In exercise of the powers conferred by sub clause ( 1) of clause 8 of the 
Lubricating Oils and Greases (Processing Supply and Distribution Regulation ) Order, 1987 and all 
other powers cnabling him in this behalf the Goveronr of Haryana hereby authorises the cfficers of 
Industries Department, Haryara as specified in the Schedule given below for the purposes of the 
said sub-clause within jurisdiction shown against each : 


SCHEDULE 


Serial 
No. 


Name of the officer 


Jurisdiction 


1 


2 


3 


I 


Technical Expert ( Chemical Engg .)/ Tech nical Expert 
(Mechanical Engg .)/Deputy Director ( Tech .) 
Functional Manager Machinery and Equipment 
Senior Technical Officer at Hars. 


Tbio głout the State of 
Haryana . 


2 


General Manager /Functional 

Industries Centre , Ambala 


Manager , 


District 


District Ambala 


3 


District Yamuna Nagar 


Deputy Director (Engineering Quality ) Markiag Centre 
foi Engincaring Goods, Jagadhri 


4 


General Manager/Functional 
Industries Centre , Kurukshetra 


Managers , District 


District Kurukshetra 


5 


Managers , 


District 


District Kaithal 


Goneral Manager / Functional 
Industries Centre, Kaithal 


6 


District 


District Karnal 


General Manager / Functional Managers , 

Industries Centre , Kainal 
Superintendent, Quality Marking Centre 
Goods), Panipat 


7 


( Textile 


District Panipat 


8 


Senior Tectenical Officer, Quality Marking Centre for 
Chomical and Engg . Goods, Sonepat 


District Sonepat 


9 


Disttrict Faridabad 


Technical Specialist, Quality Marking Centre (Plastic 

Goods ), Faridabad 
Senior Tochnical Officer, Quality Marking Centre 
(Rubbor 

) , Gurgaon 


10 


District Gurgaon 


11 


Managers , 


District 


District Rewari 


Gmctal Manager / Functional 

Industries Centre , Rewari 
General Manager/ Functional 
Industrios Centro, Narnaul 


12 


Managers, 


District 


District Mohindergarlı 


13 


General Manager / Functional 

Managers , 
Industries Centre , Nh Bhiwani 


District 


District Briwani 
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2 


3 


14 


General Manager/Functional 
Industries Contre , Rohtak 


Managers , 


District 


Rohtak Circle 


15 


Bihadurgarh circle 


Senior Technical Oficer, Quility Mirk n stre , 

( E98g . Goods), Bahadurgarh 
General Manager Functional Managers , District 
Industries Centre , Jind 


16 


District Jind 


17 


Distſict Hissar 


Senior Technical Officer , Quality Marking Centre 
(Engg . Goods), Hissar 


18 


Dişirict 


District Sirsa 


General Manag :1/Functional Managers , 
Industries Centre , Sirsa 


R. S. MALIK , 


Commissioner and Secretary to Government , Haryana , 

Industries Department, Chandigașh . 


LABOUR AND EMPLOYMENT DEPARTMENT 


The 19th July , 1991 


No. 10 (20) 79-5 Lab.In exercise of the powers conferred by section 87 read with section 
91- A of the Employees State Insuranoe Act, 1948 ( Central Act 34 of 1948 ), the Governor of 
Haryana hereby exempts the Haryana Agricultural University (Press ), Hissar from the operation 
of the said Act for a period of one year from 1st Octob :r, 1989 to 39th Septembur, 1990 . 


KIRAN AGGARWAL , 


Financial Commissioner & Secretary to Government , 

Haryana , Labour and Employment Department . 


श्रम तथा रोजगार विभाग 


19 TETTE , 1991 
दिनांक 

4 FTATT , 1991 
#O 10 (20 ) 79–5474it 79 794 , 1948 ( 1948 FT FERT.1779 34 ) #tatar 91 
के साथ पठित धारा 87 द्वारा प्रदान की गई शक्तियों का प्रयोग करते हुए हरियाणा के राज्यपाल इस के द्वारा हरियाणा 
कृषि विश्वविद्यालय ( प्रेस ) fagre Ft 994 47177 , 1989 # 30 FTFCT , 1990 IF Tp 7 fit afat 
लिए उक्त अधिनियम के प्रवर्तन से छूट प्रदान करते हैं । 


किरण अग्रवाल , 


वित्तायुक्त एवं सचिव , हरियाणा सरकार, 

श्रम तथा रोजगार विभाग । 


IRRIGATION AND POWER DEPARTMENNT 


The 4th Septomber, 1991 


No. 1/11/89-1MIP .-- The Governor of Haryana is pleased to appoint Shri Ranbir Singh , 
Principal (Retd .), V. P. O. Kaul, District Kaithal, as Special Învitee to the meetings of the Board of 
the Haryana State Electricity Board with immediate effect till further orders. 

J. K. DUGGAL , 
Financial Commissioner & Secretary to Government, Haryana , 

Irrigation & Power Department. 


